Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Shropshire 


Cargo Liner - 12,060 d.w.t. 
Summer 1959 


(01/09/1959) 


Captain Peate H.B 
Chief Eng Officer Jones R.M 





Beckett J.F 2nd Eng Officer Murray R.U.N 
Gurney F.G 3rd Eng Officer Carroll T.M 
Horn M.J 4th Eng Officer Pitt N 
Wood M.C 5th Eng Officer Quigley T.G 
Spittlehouse J.1 6th Eng Officer Prayle A.G 
Bath A.L 7th Eng Officer Evans M 
Ferry W.J Electrical Officer Jones C.K 
Sullivan J.J 2nd Elect Officer Lear H.N 
Carpenter McKenzie A 
Winter 1959 
(01/03/1960) 
Captain Peate H.B 

Chief Eng Officer Jones R.M 
Waldie J.W 2nd Eng Officer Murray R.U.N 
Downard D.F.T 3rd Eng Officer Page B 


Gowsell K 4th Eng Officer Wood F 

Bath A.L 5th Eng Officer Powell R 
Burton A.E.R 6th Eng Officer Evans M 
Gordon H.B 7th Eng Officer Shaw A 
Ovenstone C.R Electrical Officer Jones C.K 
Dyer S.R 2nd Elect Officer Forrester B.A 
McLeod K 

Brown R.D 

Cowen G.G 


Carpenter Brownlee K 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1960 


(01/10/1960) 


Captain Young A.E 
Chief Eng Officer Jones R.M 


Waldie J.W 2nd Eng Officer McCann B.A 
Gowsell K 3rd Eng Officer Wood F 
Shaw K.J 4th Eng Officer Powell R 
Woodham R.M.S 5th Eng Officer Evans M 
Kingsmill M 6th Eng Officer ShawA 
Dyer S.R 7th Eng Officer Shearer W.E 
McLeod K Electrical Officer Jones C.K 
Brown R.D 2nd Elect Officer Lawson D.M 


Carpenter Pulford F 





Spring 1961 


(18/04/1961) 
Captain Young A.E 
Chief Eng Officer Jones R.M 


2nd Eng Officer McCann B.A 
3rd Eng Officer Powell R 


Waldie J.W 
Routledge J.D 


Stevenson R 4th Eng Officer Young M.| 
Ormrod P.C 5th Eng Officer ShawA 
Somers P.J Ext 5th Eng Officer McCrory E.P 
Woodham R.M.S 7th Eng Officer McBryden J 
Kingsmill M Electrical Officer Jones C.K 
Brown R.D 2nd Elect Officer Higginson D 
Cowen G.G 


Carpenter Davies R.G 





Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Beckett J.F 
Broadwith A.G 
Bath A.L 
Roffe V 
Gordon H.B 
Case M.H 
Scott H.A 
Waller R 
Ashley E 


Autumn 1961 


(14/10/1961) 


Captain Hagley R.L 
Chief Eng Officer Jones R.M 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 
2nd Elect Officer 


Carpenter Cain J 





Beckett J.F 
Wood M 
Tully G.J 
Reeves M.M 
Roffe V 
Gordon H.B 
Hornby R.P 
Scott H.A 
Jones P.A 
Cowen G.G 


Carpenter 


Spring 1962 


(01/05/1962) 


Wood F 
Quigley T.G 
Lawrence B 
Laschke A.M 
Rogan T.W 
Turner G 
McCrory |.A 
Coppack J.H 


Captain Sheldrake L.H 
Chief Eng Officer Jones R.M 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Electrical Officer 
2nd Elect Officer 


Cain J 


Wood F 
Quigley T.G 
Dawson A.G 
Crook W 
Turner G 
McCrory |.A 
Coppack J.H 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Mackinlay J.W 
Gowsell K 
Railton W.A 
Willard C.J 


Winter 1962 


Captain Sheldrake L.H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 


Chief Eng Officer Finlinson H.M 


Wood F 
Quigley T.G 
Robinson B 
Nightingale D.A 





Farley D.E 6th Eng Officer Hirst G 
Pinder T.L 7th Eng Officer Casey B.J 
Greenfield D Electrical Officer McCrory |.A 
Jones P.A 2nd Elect Officer Gauld J 
Cowen G.G 
Carpenter Hanley F 
Winter 1963 
(01/03/1964) 
Captain Peate H.B 
Chief Eng Officer Randles A 
Waldie J.W 2nd Eng Officer Page B.M 
Clayton D.R 3rd Eng Officer Quigley T.G 
Warre-Dymond A 4th Eng Officer Hirst G 
Birkett R 5th Eng Officer Grindlay R.M 
Beevers A 6th Eng Officer Pritchard J.I 
Greenfield D 7th Eng Officer Wadsworth W.G 
Brumby G.J Electrical Officer Archibald W.R 
Traynor J.A 2nd Elect Officer Green D.N 


Carpenter Packwood D.S 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1964 


(14/10/1964) 


Captain Mills M.C 
Chief Eng Officer Randles A 


Waldie J.W 2nd Eng Officer 
Gowsell K 3rd Eng Officer 
Scott H.A 4th Eng Officer 
Greenfield D Ext 4th Eng Officer 
Austin D.C 6th Eng Officer 
Beevers A 7th Eng Officer 
Beyer C.L Electrical Officer 
Kays W.H 2nd Elect Officer 


Carpenter Conlin W.P 





Spring 1965 


(10/05/1965) 


Hudson J 
Nightingale D 
Coups E 
Cawley D 
Connell H.P 
Dalton D 
Dobson R 
Richmond D 


Captain Peate H.B 
Chief Eng Officer Faichney D 


Butterworth J.J 2nd Eng Officer 
Swift K.G.P 3rd Eng Officer 
Warre-Dymond A 4th Eng Officer 
Morrison R.M 5th Eng Officer 
Beevers A 6th Eng Officer 
Baker R.R Electrical Officer 
Bytheway P.S 

Creamer D.J 

Monaghan J 

Traynor J.A 


Carpenter 


Richardson H 





Hughes G.K 
Bell W.C 
Edgar J 
O'Byaw S.R 
Coull J.P 
Bailey P 


Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Deck Cadet 

Deck Cadet 

Deck Cadet 
Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Deck Cadet 

Deck Cadet 
Radio Officer 

2nd Radio Officer 
Purser 


Autumn 1965 


(15/11/1965) 


Captain Young A.E 
Chief Eng Officer Faichney D 


Robinson A.J 


Wadsworth W.G 


Horn M.J 2nd Eng Officer Turner T.A 
Dobson G.F 3rd Eng Officer Craig C.G 
Bell R.W 4th Eng Officer 
Lee S.J 5th Eng Officer Moses R.T 
Bates P 6th Eng Officer Barnes D.A 
Morgan A.J.L Electrical Officer Thomas A 
SetA 
Hopwood W.S 
Myers E.A 
Finlayson E.M 
Carpenter Henderson W 
Spring 1966 
(01/05/1966) 
Captain Cooper T 
Chief Eng Officer Sweeney H.H 
Jones D.1 2nd Eng Officer Crook W 
Tiller C.R 3rd Eng Officer Bell W.C 
Jones M.A 4th Eng Officer Moss J.H 
Hughes T 5th Eng Officer 
Parker M.A 6th Eng Officer Tun W 
Flavin D.P.R Electrical Officer Bailey P 
Monaghan J 
Lakin S 
Finlayson E.M 


Carpenter Preston A.G 
2nd Steward Callon J 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1966 


(01/10/1966) 


Captain Jones E.H 
Chief Eng Officer Patton M.J 





Clayton D.R 2nd Eng Officer Rowe J.D 
Roberts |.B 3rd Eng Officer Woodend M.J 
Bell R.W 4th Eng Officer Laing R.F 
Pollitt T.J 5th Eng Officer Kenyon J 
Baker R.R 6th Eng Officer Lambert R.A 
Kendrick R.F.A Electrical Officer Humphreys B.W 
Folley W.D 
Monaghan J.P 
Grey R.W 
Carpenter Blakely W.A 
Spring 1967 
(20/05/1967) 
Captain Saunders P 
Chief Eng Officer Willoughby R.S 
Nisbet M.R 2nd Eng Officer Durward K 
Griffiths D.A.G 3rd Eng Officer Cawley D.E 
Bell R.W 4th Eng Officer Barnes D.A 
Clayton E.L 5th Eng Officer Ardern D.H 
Gibson S.H 6th Eng Officer Dubern P.E 
Brown A Engineer Cadet Johnson P.G 
Keenan G.J Electrical Officer Woodfine J.A 


Carpenter Kennan A.G 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1967 


(21/11/1967) 


Captain Gurney F.G 
Chief Eng Officer Renney E.C 





Griffiths D.A.G 2nd Eng Officer Durward K 
Scott H.A 3rd Eng Officer Powell R 
Gowsell K 4th Eng Officer Lloyd J.T 
Jones J.H 5th Eng Officer Hughes D.A 
Bruce D.A 6th Eng Officer Warren D.A 
Clayton E.L Electrical Officer Macaulay S.W 
Gall | 
Keenan G.J 
Carpenter Keenan A.G 
Summer 1968 
(22/06/1968) 
Captain Gurney F.G 
Chief Eng Officer Frost B 
Dyer S.R 2nd Eng Officer Maas J.M 
Birkett R 3rd Eng Officer Parsons W.B 
Thomas D 4th Eng Officer Stronge R.R 
McMullan J 5th Eng Officer Taylor G 
Watts J.S 6th Eng Officer Sommerville J 
Wain Z.T Electrical Officer Butterworth A.D 
Alcock D 
Whitefoot-Greenland T. 


Carpenter Blease T.V 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1968 


(01/12/1968) 


Captain Gowsell K 
Chief Eng Officer Marsh N 





Bath A.L 2nd Eng Officer Twamley D.G 
Peters A.H 3rd Eng Officer Quigley T.G 
Jones M.A 4th Eng Officer Needham T.A 
Carmichael |.D 5th Eng Officer Howatson J 
Moore A.M 6th Eng Officer Morgan J.D 
Jones H Electrical Officer Ellerton C.F.W 
Keenan G.J 
Carpenter Schamis H 
Summer 1969 
(30/06/1969) 
Captain Waldie J.W 

Chief Eng Officer Willoughby R.S 
Kumarasinghe K.R 2nd Eng Officer Twamley D.G 
Hansen K.A 3rd Eng Officer Blower J.W 
Magner J.R.P.V 4th Eng Officer Rogers P.S 
Daniels R.J 5th Eng Officer Murray G.K 
Miley D 6th Eng Officer Marshall P 


Electrical Officer 
2nd Elect Officer 
Serang (Deck) Haque K.M 
Serang (Engine) Chowdhury R.K 
Storekeeper Idris M 





Brotherston C.W 
McFarlane C.H 


Chief Officer 

2nd Officer 

Ext 2nd Officer 
Deck Cadet 

Deck Cadet 
Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Winter 1969 


(25/12/1969) 


Captain Routledge J.D 
Chief Eng Officer Milligan T.W 





Jones D.| 2nd Eng Officer Ellis J.W 
Kumarasinghe K.R 3rd Eng Officer Barnes D.A 
Wilkinson J.K 4th Eng Officer Naisbitt J 
Bradshaw E.J 5th Eng Officer Ratnayake S.L 
Wood R.A 6th Eng Officer Scott M.F 
McKay K Engineer Cadet Stones A.R 
Corbin D Electrical Officer McAteer G 
Martin H.H 
Carpenter Connors T 
Serang (Deck) Yasin 
Serang (Engine) Ganguly J.K 
Cook Mohammed T 
Storekeeper Hussain M 
Summer 1970 
(01/07/1970) 
Captain Routledge J.D 
Chief Eng Officer Stokes G.W 
Bath A.L 2nd Eng Officer Cowley J.A.R 
Kumarasinghe K.R 3rd Eng Officer Johnston J.M 
Folley W.D 4th Eng Officer Murray J.J 
Watt J.S 5th Eng Officer Seymour G.F 
Burns A.S Engineer Cadet Defigueredo R.G 
Williamson J.M Engineer Cadet Bibby J.G 
Martin H.H Electrical Officer Higgins D.D 
Carpenter Connors T 
Serang (Deck) SkT 
Serang (Engine) Deb Das T.K 
Cook HuqS 
Storekeeper Hussain T 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Spring 1971 


(01/04/1971) 


Captain Routledge J.D 
Chief Eng Officer Stokes G.W 





Milton W.R.F 2nd Eng Officer Bethell D.W 
Kumarasinghe K.R 3rd Eng Officer Blower J.W 
Baker R.R 4th Eng Officer Webster A.D.C 
Christmas P 5th Eng Officer Seymour G.F 
Johnson L.H.M Jnr Eng Officer Unsworth E 
Matheson D.M Electrical Officer Harkness L 
Whitefoot-Greenland T. 
Carpenter Connors T 
Serang (Deck) SkT 
Serang (Engine) Deb Das T.K 
Cook HuqS 
Storekeeper Hussain T 
Summer 1971 
(01/08/1971) 
Captain Moore A.R 
Chief Eng Officer Worthington T.C 
Fletcher P.W 2nd Eng Officer Long G.| 
Weinman L.P 3rd Eng Officer Mathieson D.R 
Morris R.A 4th Eng Officer Harris J 
Smith D.J 5th Eng Officer Beattie P.J 
Hooper A.M Jnr Eng Officer Cooney D.S 
Glover G.F Engineer Cadet Oen N.M 
Traynor J.A Electrical Officer Tuson R 
Carpenter Blakely W.A 
Serang (Deck) Huq S.S 
Serang (Engine) Roy S.N 
Cook Toyab 
Storekeeper RoufA 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Spring 1972 


(29/04/1972) 


McLeod K 
Set A 
Schneiter W.A 
Bell S 
Taylor R.W 
Ashcroft M.E 
Matheson D.M 
Cowen G 
Carpenter 
Serang (Engine) 
Cook 
Storekeeper 


Captain Clayton D.R 
Chief Eng Officer Pearson W.E 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Hughes (c) P 
Roy S.N 
Toyab 

Rouf A 





Autumn 1972 


(01/10/1972) 


McLeod K 

Set A 
Schneiter W.A 
Matheson D.M 
Wilkinson J.F 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


McCarthy J.S 
Ignacio R 
Morton R 
Unsworth E 
McGuigan P 
Thomas A 


Captain Clayton D.R 
Chief Eng Officer Pearson W.E 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 

Hughes (ch) P 

Ratud A 

Sur B.N 

Hamid A 

Rahman T 


McCarthy J.S 
Trigg A 
Morton R 
Unsworth E 
Christie J 
Thomas A 


